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Dazor’s task lighting means personalized lighting— 
light of the proper intensity and quality, housed in a 
fixture designed for a specific function, which is easi- 
ly moved and positioned to facilitate maximum effi- 
ciency, convenience and comfort. Even aside from 
personal preference, task requirements vary. Fluo- 
rescent light may be best suited to one project, incan- 
descent to another. When strong, balanced lighting — 
is desired—and especially when the job involves 
precise color perception and matching—the Dazor 
Floating Arm Combination Fluorescent/Incandescent 
Lamp is all but indispensable. Dazor’s task lighting 
means variety. 


Dazor lamps are available in all the colors shown. In the interest of 
continual product improvement, color selection may be altered 
without prior notice. 
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COMBINATION LAMP 


The cool power of fluores- 
cence plus the warm intensity 
of incandescence work 
together in this 3-way air- 
cooled lamp. Use one power 
source or the other, or use 
them together for optimum 
color perception. The Dazor 
Floating Arm places the light 
precisely where it is needed 
and holds it in position. Ap- 
proved for 1O00W Bulb, 60W 
Bulb recommended. T9 22-W 
Circline Tube also required. 


UNIVERSAL MODEL 


Ce 4 er 24” ARM 
Pe ee 34” ARM 
Packing: One per ctn. 

Weight: 10 Ibs. 

DESK MODEL 

RSG opines nda wes 24” ARM 
Packing: One per ctn. 

Weight: 20 Ibs. 


PEDESTAL MODEL 


2C-2224A (armonly) ...24ARM 
2C-2234A (armonly) ...34ARM 


3050 (pedestal stand only) 

Packing: Armonly—one per ctn. 
Pedestal stand only— 
one per ctn. 

Weight: Arm only—10 Ibs. 


Pedestal stand only— 
21 Ibs. 


FLOOR MODEL 


2C-2224A (armonly) ...24”ARM 
2C-2234A (armonly) ...34”ARM 
1050 (floor stand only) ..... 


Packing: Armonly—one per ctn. 
Floor stand only— 
one per ctn. 

Weight: Arm only—10 Ibs. 


Floor stand only— 
24 Ibs. 


BULLET INCANDESCENT 
LAMP 


The highly maneuverable bullet 
reflector, with porcelain socket, 
directs a spot of concentrated 
light on the work area, and the 
Dazor Floating Arm holds it 
there. Air-cooled for comfort- 
able handling. Reflector is 
polished and anodized for pro- 
tection of surface and optimum 
lighting efficiency. Approved 
for 10OO0OW Bulb, 60W Bulb 
recommended. 


UNIVERSAL MODEL 


Se 24” ARM 
2) eee rer 34” ARM 
Packing: One per ctn. 

Weight: 9 Ibs. 


TOP MOUNTED 
INCANDESCENT LAMP 


A general-use top-mounted 
swivel reflector with venti- 
lated shell provides comfort- 
able handling and adaptable 
focusing. Reflector is polished 
and anodized for protection of 
surface and optimum lighting 
efficiency. Approved for 60 W 
Bulb. 


UNIVERSAL MODEL 


BOS. . cunmmexnonexneanee 24” ARM 
2) ee er 34”,ARM 
Packing: One per ctn. 

Weight: 9 Ibs. 


PEDESTAL MODEL 


604A = (armonly)..... 24” ARM 
605A = (armonly)..... 34” ARM 
3050 {pedestal stand only) 


Packing: Arm only—one per ctn. 
Pedestal stand only— 
one per ctn. 

Weight: Arm only—9 Ibs. 
Pedestal stand only— 


21 Ibs. 
FLOOR MODEL 
604A (armonly) ...24”ARM 
605A (armonly) ... 34’”“ARM 


1050 (floor stand only) 


Packing: Armonly—one per ctn. 
Floor stand only— 
one per ctn. 

Weight: Arm only—9 Ibs. 


Floor stand only— 
24 Ibs. 


Wired with 7 ft. 3 conductor cord and plug. For 120V. 60HZ. U.L. Listed. 
Bulbs and tubes are not included. Weights are approximate. 
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DAZOR MANUFACTURING CORP. 
4455-99 Duncan Avenue/St. Louis, Missouri 631 10 


(314) 652-2400 
FORM 140 


